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ਪੰਜਾਬ ਸਰਕਾ 


GOVERNMENT OF PUNJAB 

DEPARTMENT OF POWER 

( ENERGY BRANCH ) 


NOTIFICATION 

The 5th August , 2022 

No. 11 / 29 / 2022 - PE3 / 2997. - In exercise of the powers conferred by sub - section ( 1 ) of Section 70 of 
the Information Technology Act , 2000 ( 21 of 2000 ) , the Government of Punjab hereby declares the following 
systems and their Associated Information Infrastructure Dependencies installed at State Load Despatch 
Centre ( SLDC ) , Ablowal , Patiala , Punjab to be Protected Systems for the purpose of the said Act : 

a ) 

Supervisory Control and Data Acquisition ( SCADA ) System 

b ) Unified Real Time Dynamic State Measurement ( URTDSM ) System 

2 . 

The authorised personnel , as per Section 70 ( 2 ) of the aforesaid Act , having role based access to the 
above Protected System are : 

i . Designated State Load Despatch Centre , PB SLDC employees authorised by Director / Technical . 

11. Team members of contractual managed service provider or third party vendor ( s ) , if any be given 
need based access by Director / Technical . 
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iii . External consultants , regulators , government officials , auditors and stakeholders , authorised by 
Director / Technical on case to case basis . 


( 862 ) 


TEJVEER SINGH , IAS 

Principal Secretary to Government of Punjab 
Department of Power . 


